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Abstract 

Ventricular septal defects closure (VSD) depending on the anatomy and clinical setting can be performed surgically or by a hy- 
brid and transcatheter approach. Two cases of children with VSD will be presented. Patients' defects were closed with various types 
of occluders made of nitinol wire mesh occluder, patent ductus arteriosus (PDA) type. The first case was a 2.5-year-old boy after 
cardiosurgical correction of tetralogy of Fallot (TOP). After the procedure, a significant haemodynamic residual VSD was observed, 
which was not successfully closed during the subsequent reoperation. Despite pharmacological treatment, symptoms of heart fail- 
ure were observed in this patient. In echocardiographic images the residual VSD was presented as a tunnel-like dissection of the 
ventricular septum (length 5 mm and diameter 3.4 mm). The defect was closed via arterial access with an Amplatzer Duct Occlu- 
der II (ADO II). The procedure was successfully performed without any medical complications. In this child, a significant shunt reduc- 
tion and a noticeable improvement in the patient's clinical status and diminished symptoms of heart failure were noticed. The sec- 
ond patient was a 4-year-old girl suffering from a multi-perforated perimembranous VSD accompanied by a ventricular septal defect 
with aneurysm. The defect was closed by a venous approach with a PDA Cardio-O-Fix occluder (very similar to ADO I). No short-term 
or long-term complications were visible during or after the procedure. Only a mild residual shunt through the VSD was observed 
6 months afterwards. Transcatheter VSD closure with a proper morphology, with occluders of type Amplatzer Duct Occluder ADO I or 
ADO II, constitutes a safe and effective therapeutic alternative. 

Key words: transcatheter closure, ventricular septal defect, congenital heart defect. 



Introduction 

Hemodynamically significant ventricular septal de- 
fects closure (VSD), isolated as well as being an integral 
part of complex congenital heart defects, are closed sur- 
gically in the majority of cases. Notwithstanding, there 
is a group of patients in whom a transcatheter closure 
brings potentially greater benefits to patients than sur- 
gery (the less invasive the method of the procedure, the 
lower the risk of adverse reactions). It pertains to defects 
with specific morphology such as muscular ventricular 
septal defects (mVSD) and residual ventricular septal de- 
fects (re-VSD) occurring after previous surgical treatment 
[1, 2]. Implants, which are generally applied for that rea- 
son, are special VSD devices. 



We present here two examples of VSD transcathe- 
ter closure - one residual postsurgery ventricular septal 
defect (re-VSD) and the second native perimembranous 
VSD (pmVSD) accompanied by intraventricular septal 
(IVS) aneurysm. Both of them were closed with different 
types of occluders made of nitinol wire mesh, which were 
originally designed for closure of large patent ductus ar- 
teriosus (PDA). 

Case reports 
Case 1 

A 2.5-year-old boy underwent two cardiosurgical cor- 
rections of tetralogy of Fallot (TOF) at the age of 2 and 
was reoperated on 5 months afterwards due to re-VSD. 
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Just after the second procedure, transesophageal echo- 
cardiography (TEE) showed total closure of the re-VSD. 
However, during the following transthoracic echocardi- 
ography (TTE), conducted after moving the patient from 
an intensive care unit, the defect in the place of a patch 
size 4-5 mm reappeared. Pharmacological treatment was 
applied, namely captopril, furosemide, spironolactone as 
well as digoxin. During ambulatory observation incre- 
mental signs and symptoms of heart failure (HF) were di- 
agnosed and the boy was admitted to the hospital again. 
Symptoms of poor growth were sustained (body mass 
13 kg - 25* centile), tachypnea 30-40 breaths. A clinical 



examination showed: precordial thrill, systolic murmur 
at left sternal side 4/6 according to Levin, hepatomegaly 
approximately 2 cm below the right rib cage. Saturation 
was 92-94%. Thorax radiography showed significantly 
increased vascularity of the lungs. Electrocardiography 
(ECG) indicated characteristics of right bundle branch 
block (RBBB) and left anterior hemiblock (LAH). In UCG 
enlarged right ventricle (RV) and left atrium were seen. 
The residual VSD was presented as a 'tunnel- like' dissec- 
tion of the ventricular septum, length 6 mm and diame- 
ter 3.4 mm. The patient's parents did not agree to further 
surgical intervention. Considering that fact, the decision 





Figure 1. Residual ventricular septal defect closure with ADO II. LAO 30 projection. A - Left ventriculography - 

before the closure, visible 'tunnel-like' VSD. B - Occluder still connected to the delivery system (arrow). C - Left 
ventriculography showing the position of the occluder - waist of ADO II fills in canal type VSD (arrow). D - Oc- 
cluder released from the delivery system (fluoroscopy magnification) 
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of an attempt at transcatheter closure of the re-VSD was 
made. 

Re-VSD closure was done under general anesthesia, 
with antibiotic protection (cefazolin 100 mg/kg body 
weight, administered intravenously) and under TEE con- 
trol. Before the procedure, one dose of heparin 50 U/kg 
body weight was administered intravenously. The right 
artery and femoral vein were cannulated. Thereafter, 
4 Fr sheaths and diagnostic catheters were implement- 
ed. Invasive measurement of blood pressure was per- 
formed. Findings were as follows: in RA - 30/22/26, in 
RV - 70/0/22, in PA - 48/23/35, in LV - 125/0/22 and in 
Ao - 113/68/92 mm Hg. The size of shunt was measured 
(Qp : Qs 1.5 : 1) as well as resistance (PVR 5 Wood units, 
SVR 21.4 units). Left ventriculography showing re-VSD 
was carried out (Figure 1 A). Thereafter, a JR 5 Fr cathe- 





Figure 2. Amplatzer Duct Occluder type 11 (ADO 11) 




Figure 3. Perimembranous VSD closure with an- 
eurysm with occluder type COF PDA. Left ven- 
triculography. LAO 30 projection. A - VSD before 
closure. B - Occluder in the diameter of the an- 
eurysm, still connected to the delivery system. 
C - After closure of the defect. D - Cardi-O-Fix PDA 
Occluder 
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ter was implemented with a hydropliiiic guidewire from 
tlie left verntricle, tlirougli tine re-VSD, to the right ven- 
tricle. The JR catheter was exchanged for a 5 Fr sheath 
introducer and a size 6/6 mm Amplatzer Duct Occluder 
type II - ADO II (AGA Med. Corp., USA - Figure 2) was 
implemented through that sheath. The aim was to open 
a distal disk in the RV and a proximal disk in the left ven- 
tricle. In order to achieve that, it was necessary to con- 
duct a twofold reposition of the occluder (Figures 1 B-D). 
The total duration of the procedure was 2 h, including 
16.8 min of fluoroscopy After the procedure, left ventric- 
ulography was carried out. A mild residual shunt without 
hemodynamic significance was visible. In TEE the correct 
position of the ADO II was confirmed. Trivial aortic valve 
regurgitation was diagnosed. 

The boy was rehospitalized 3 months after the proce- 
dure. Significantly diminished symptoms of HF were ob- 
served in this patient The TTE showed a mild shunt in the 
occluder area, hemodynamically insignificant. The patient's 
body mass was then 15.7 kg (25*-50* centile). During the 
period of hospitalization, cardiac rhythm abnormalities 
(which had been diagnosed previously) were noticed - 
a supraventricular tachycardia and one episode of brady- 
cardia with decrease in heart rate to 38 beats per minute 
(bpm) in Holter ECG. Because of the resistance of supra- 
ventricular tachycardia to pharmacological treatment (no 
response to adenosine) the attack was interrupted by car- 
dioversion. Thereafter, ablation RF with a satisfactory result 
was conducted. At preset, one year after the procedure, the 
patient feels well and he is under ambulatory care. 

Case 2 

A 4-year-old girl with congenital heart defect - native 
perimembranous VSD partially covered by IVS aneurysm 
- was admitted to hospital in order to carry out a VSD 
transcatheter closure. Congenital heart defect was diag- 
nosed just after the delivery. From that time, the girl was 
under the Pediatric Cardiac Department's care. Pharma- 
cological treatment was not applied to the patient. 

After admission to the hospital a clinical examination 
was carried out. The examination included the following 
aspects: holosystolic murmur at left sternal side 3-4/6 of 
Levin scale and a mild parasternal thrill. The patient's body 
mass was 13 kg (25"" centile). Thorax radiography showed 
slightly increased vascularity as well as enlarged heart. The 
TTE examination showed at least 2 defects approximate- 
ly 2 mm each in the perimembranous IVS with aneurysm 
size 8 mm, left-to-right shunt, gradient about 90 mm Hg. 

Cardiac catheterization was done under general an- 
esthesia and with antibiotic protection; 50 U/kg body 
weight of heparin was administered. The right artery 
and femoral vein were cannulated. The measurement of 
blood pressure was checked; findings were as follows: 
RA - 11/9/9, RV - 38/0/11, PA - 34/16/24, LV - 110/0/20 
and Ao - 100/61/81 mm Hg. Qp/Qs was 1.6. During the 



left ventriculography, the aneurysm (diameter approxi- 
mately 8 mm) in the perimembranous IVS with at least 
2 defects (2 mm each) was revealed (Figure 3 A). After 
the removal of diagnostic catheters, a catheter type JR 
5 Fr was implemented from the LV through the VSD, to 
the RV. Thereafter, a guidewire (0.035 cm x 260 cm) was 
inserted into the left pulmonary artery and a 15 mm An- 
drasnare was introduced from the femoral vein to the left 
pulmonary artery and an arterio-venous loop was creat- 
ed. A transseptal sheath (180 st. 7 Fr) was implemented 
through the vein using the 'kissing method'. After placing 
the sheath into an ascending aorta, the dilator was re- 
moved. A Cardi-O-Fix PDA Occluder (COF PDA - Starway 
Medical Technology Inc., China - Figure 3 D) size 8/6 mm 
was inserted. Having released the retentional ventricular 
disk, the whole delivery system was withdrawn to the IVS 
aneurysm. Thereafter, a proximal part of the device was 
opened (Figures 3 B and 3 C). Occluder implantation was 
monitored by TEE and fluoroscopy as well. The total dura- 
tion of the procedure was 2.5 h, including 23.4 min of flu- 
oroscopy. During the examination, carried out 6 months 
after the implantation of the occluder, TTE diagnosed re- 
sidual shunt in the lower and upper pole of the occluder. 
The patient felt well and pharmacological treatment was 
not applied. The patient's weight was 20 kg (90*'' centile), 
height 113 cm (90* centile). During the clinical examina- 
tion a mild murmur in the left sternal side was heard 
without other symptoms. No heart rhythm or conduction 
disorders were diagnosed (also in Holter EKG). 

Discussion 

The cases presented here indicate the utility of ap- 
plied PDA nitinol occluders in transcatheter closure of se- 
lected types of VSD. The frequency of residual, post-sur- 
gical VSD constitutes 5-25%. Residual VSD may be the 
consequence of an unstitched patch or leak closure. 
A small re-VSD (diameter < 2 mm) is usually closed spon- 
taneously [1-4]. Bigger re-VSD frequently cause signifi- 
cant hemodynamic consequences and the necessity of 
more complicated reoperation. Transcatheter closure of 
this defect is an alternative for patients. 

Based on the literature, asymmetric and symmetric 
Amplatzer Ventricular Septal Occluders [5, 6] or modified 
Chinese occluders [7] were successfully used for percuta- 
neous closure of re-VSD. After insertion, the most severe 
complications were intravenous hemolysis (after implan- 
tation) or cardiac rhythm abnormalities diagnosed during 
or after the procedure [5-7]. In a case similar to that pre- 
sented here (re-VSD after TOF correction) also a different 
device, a mushroom-shaped Amplatzer Duct Occluder 
type 1 (ADO I), was used successfully (Figure 3 D) [8]. 

There are not many articles in the literature describing 
the usage of Amplatzer Duct Occluder type II (ADO II) for 
VSD closure. It mainly concerns native VSD. In 2012 Koneti 
et al. [9] described transcatheter closure of perimembra- 
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nous VSD with ADO II in 57 children (aged 0.7-14.5 years 
old). Size of the defect was 3.4-6.5 mm (average 5 mm). 
The effectiveness of the procedure was 94% (permanent 
closure of the defect) and remote consequences were es- 
timated as promising. In the case of one patient, emboli- 
zation of the occluder occurred. The described study case 
indicates beneficial and highly effective usage of ADO 11 in 
a child suffering from recurrent, post-surgical re-VSD after 
previous correction of entire TOR 

Our experience with percutaneous closure of native 
perimembranous VSD with IVS aneurysm by Duct Oc- 
cluder 1 is consistent with a report published recently by 
El Said et ai [10]. The authors of that article described 
a group of 21 patients (age 15 months to 30 years) with 
a similar VSD morphology treated with ADO 1. In their 
study before the procedure, TIE showed a defect diame- 
ter in the range 2.5-8 mm (average 5 mm) and aneurysm 
8.4-16 mm (average 11 mm). The procedure was carried 
out on 19 patients; 2 patients were withdrawn from 
the procedure. In 1 patient, while inserting the catheter 
through the defect, symptoms of total atrioventricular 
block (TAVB) appeared. Ventricular tachycardia occurred 
in the second patient. As far as our case is concerned, no 
complications were observed during and after the proce- 
dure. Afterthe implantation residual shunt (hemodynam- 
ically insignificant) was observed, which also occurred in 
7 out of 19 patients described in the publication written 
by El Said et ai [10]. This may suggest that more precise 
selection of patients who require such interventions is 
required. The usage of two overlapping ADO II can be an 
interesting alternative for VSD with multiperforated an- 
eurysm of the intraventricular septum [11]. 

In transcatheter VSD closure, ADO I and ADO II are 
used in order to eliminate the risk of total atrioventricular 
block (TAVB) observed in follow-up with the use of the Am- 
platzer Perimembranous Ventricular Septal Occluder [12, 
13]. Application of this device in children below 3 years old 
can lead to that complication in up to 18% of patients [14]. 
Theoretically, lower risk of TAVB is connected with a gen- 
tle construction of ADO II, namely thinner structure of the 
nitinol wire and lack of patches inside the occluder. In the 
case of ADO 1 there is a lack of a right retentional disk. 
In follow-up the appearance of TAVB, after the use of 
ADO I or ADO II for VSD closure, has not been described in 
any available literature (similarly to our study cases). 

An additional interesting aspect of this article is show- 
ing that Chinese PDA devices (very similar to ADO I) are 
as effective as original occluders. We documented that 
fact also in cases of transcatheter closure of ruptured 
sinus of Valsalva aneurysm [15] and coronary fistulas 
[16, 17]. 

Conclusions 

Transcatheter VSD closure with a proper morphology, 
with occluders of type Amplatzer Duct Occluder, consti- 



tutes a safe and effective therapeutic alternative in se- 
lected patients. 
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